DART AEROSPACE LTD Work Order: 


Description: PMC OIL FILLING QUICK DISCONNECT 
VALVE 


Inspection Dwg: RBWA353A04 
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INSPECTION SHEET 


Drawing Actual . Method of 
| Dimension Tolerance Dimension Accept | Reject Inspection Comments 


@ .580 + .005 
@ .309 + .002 
Ø .252 + .001 /- .000 


- 22 + .010 ER 


18 +010 
02 X 45° + .010X 5° T T 


il 


| 


y 


Measured by: | Checked by: | | QC Inspector: 
Date: | Date: | Date: 


F Engineering Approval: 
(If necessary) 
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